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QSA 2654~65 
17 May 1863 


#@EMORANDUM FOR: Chief, Hateriel Division, OBA 


SUBJECT : Precurement of Telecommunications 
Eguipment 


i. The Communications Division, OSA, has a 
requirement for the following teleconaunications 
maintenance equipment for support of Project IDEALIST: 

‘* mn Fe Z 4 iype DES Awl; 


25X1 


Cost - $1790.60 each. 


: 25X1A 2. These distortion meters will be distributed 
~ 25X1A one each to 


warehouse is requested, qagtTE information a 
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